Message 


From: 


Sent: 

To: 


Subject: 


Cahill, Daniel (EAS) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 
01/CN=RECIPIENTS/CN=DANIEL.CAHILL31370875] 

12/29/2009 8:30:50 PM 

Piro, Peter (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL-Ol/CN=RECIPIENTS/CN=PETER.PIRO]; 
Corbett, Kate (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 
01/CN=RECIPIENTS/CN=KATE.CORBETT]; Khan, Annie (DPH) [/0=C0M MON WEALTH OF 
M ASSACHUSETTS/QU =MASSMAIL-01/CN=RECIPIENTS/CN=ANNIE.KHAN] 

RE:HHMHBM|l 


I just realized I neglected to give you any details on the ca se. It is Commonwealth v. | 
numbers are 


land your case 


Daniel F. Cahill 

Assistant District Attorney 
Lawrence District Court 
Fenton Judicial Center 
2 Appleton Street 
Lawrence, MA 01840 
(978) 683-4300 Ext. 7022 
(978) 794-9127 (fax) 


The preceding email message (including any attachments) contains information that may be confidential, may be protected by the attorney-client or other applicable privileges, 
or may constitute non-public information. It is intended to be conveyed only to the designated recipient(s) named above. If you are not an intended recipient of this message, 
please notify the sender by replying to this message and then delete all copies of it from your computer system. Any use, dissemination, distribution, or reproduction of this 
message by unintended recipients is not authorized and may be unlawful. 


From: Cahill, Daniel (EAS) 

Sent: Tuesday, December 29, 2009 3:24 PM 

To: Piro, Peter (DPH); Corb ett, Kate (DPH); Khan, Annie (DPH) 

Subject:H^Hmi 

Hello All, 

Just checking in on a Jury Trial case scheduled for Monday, January 4th, in Lawrence District Court. If by any chance 
any of you are unable to come, please just let me know and I will try to move the case further out. If you could also send 
me your schedules for the next few months, that would be helpful in picking the next date. 

Thanks, 

Dan 

Daniel F. Cahill 

Assistant District Attorney 
Lawrence District Court 
Fenton Judicial Center 
2 Appleton Street 


Corbett email PRR 025077 










Lawrence, MA 01840 
(978) 683-4300 Ext. 7022 
(978) 794-9127 (fax) 

The preceding email message (including any attachments) contains information that may be confidential, may be protected by the attorney-client or other applicable privileges, 
or may constitute non-public information. It is intended to be conveyed only to the designated recipient(s) named above. If you are not an intended recipient of this message, 
please notify the sender by replying to this message and then delete all copies of it from your computer system. Any use, dissemination, distribution, or reproduction of this 
message by unintended recipients is not authorized and may be unlawful. 


Corbett email PRR 025078 



